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FIRST  PARISH  CHURCH  P10780 
Lexington,  Massachusetts  _^ 
This  beautiful  colonial  church  stands  at  the  head  "Sl) 
of  Lexington  Battle  Green.   Built  in  1847  it  is  con- 
sidered to  be  one  of  the  landmarks  of  New  England. 


POST  CARD 


